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CITATION AND NOTIFICATION OF PENALTY 


We believe that you violated the Animal Welfare Act (7 U.S.C. § 2131 et seq.) 
(AW A), as described below. 


Date of Violation: November 12, 2013 

9 C.F.R. § 3.1(c)(l)(i) Housing facilities, general. Surfaces. 

General requirements. The surfaces of housing facilities - including houses, dens, 
and other fumiture-type fixtures and objects within the facility - must be 
constructed in a manner and made of materials that allow them to be readily 
cleaned and sanitized, or removed or replaced when worn or soiled. Interior 
surfaces and any surfaces that come in contact with dogs or cats must: 

Be free of excessive rust that prevents the required cleaning and sanitization, or 
that affects the structural strength of the surface; 

You failed to ensure that housing facility surfaces could be readily 
cleaned. Five enclosures had corroded and excessively rusted metal 
flashing. A galvanized enclosure panel was excessively rusted. 

Date of Violation: November 12, 2013 

9 C.F.R. § 3.1(c)(2) Housing facilities, general. Maintenance and replacement of 
surfaces. 

All surfaces must be maintained on a regular basis. Surfaces of housing facilities 
- including houses, dens, and other furniture-type fixtures and objects within the 
facility - that cannot be readily cleaned and sanitized, must be replaced when 
worn or soiled. 

You failed to maintain housing facility surfaces so that they could be 
readily cleaned. A circular area of a fiberglass floorboard in an 
enclosure had a jagged, sharp edge. The wood panel in an enclosure 
had a chewed, jagged edge. 

Date of Violation: November 12, 2013 

9 C.F.R. § 3.4(b)(3) Outdoor housing facilities. Shelter from the elements. 
Outdoor facilities for dogs or cats must include one or more shelter structures that 
are accessible to each animal in each outdoor facility, and that are large enough to 
allow each animal in the shelter structure to sit, stand, and lie in a normal manner, 
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and to turn about freely. In addition to the shelter structures, one or more separate 
outside areas of shade must be provided, large enough to contain all the animals at 
one time and protect them from the direct rays of the sun. Shelters in outdoor 
facilities for dogs or cats must contain a roof, four sides, and a floor, and must: 

Be provided with a wind break and rain break at the entrance. 

You failed to provide wind and rain breaks at the entrances to six 
outdoor shelters. 

Date of Violation: November 12, 2013 

9 C.F.R. § 3.4(b)(4) Outdoor housing facilities. Shelter from the elements. 
Outdoor facilities for dogs or cats must include one or more shelter structures that 
are accessible to each animal in each outdoor facility, and that are large enough to 
allow each animal in the shelter structure to sit, stand, and lie in a normal manner, 
and to turn about freely. In addition to the shelter structures, one or more separate 
outside areas of shade must be provided, large enough to contain all the animals at 
one time and protect them from the direct rays of the sun. Shelters in outdoor 
facilities for dogs or cats must contain a roof, four sides, and a floor, and must: 

Contain clean, dry, bedding material if the ambient temperature is below 50 °F 
(10 °C). Additional clean, dry bedding is required when the temperature is 35 °F 
(1.7 °C) or lower. 

You failed to add additional clean, dry bedding to outdoor shelters 
when the temperature fell below 35 °F (1.7 °C). Only after a request by 
an Animal Care Inspector did you add additional bedding to the outdoor 
shelters. 

Date of Violation: November 12, 2013 

9 C.F.R. § 3.6(a)(2)(x) Primary enclosures. General requirements. 

Primary enclosures must be constructed and maintained so that they: 

Have floors that are constructed in a manner that protects the dogs’ and cats’ feet 
and legs from injury, and that, if of mesh or slatted construction, do not allow the 
dogs’ and cats’ feet to pass through any openings in the floor. 

You failed to house six puppies in an enclosure constructed with 
flooring that would not allow their feet to pass through the mesh floor 
openings. Only after an Animal Care Inspector observed this issue did 
you move the puppies to another enclosure. 

The penalty for the alleged violation(s) described above is $2,929. 
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